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16 February 1961 


Dear Frank* 

There is no need to adjust exposure to co ape ns ate for 
film sensitivity due to temperature changes. 

Our data show that there is no measurable change , 
speedwise, within the 68*F to ll*0®F ranges you are considering* 
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